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NARA RG104, Entry 1, Box 149 


Copy 
Printed Heading 


Philadelphia, Pa. 
November 5, 1887 


Will A. Freret Esq. 
Supervising Architect 
Treasury Dept., Washington, D.C. 


Dear Sir. 


In accordance with your request of the 19th ultimo, we hereby propose to furnish and set 
up complete in the U.S. Mint in Philadelphia: one vault door to fill opening in wall as shown by 
sketch furnished us, viz: 5’ 5 4” high x 3’ 0” wide — for the sum of two hundred and fifty 
dollars ($250). To be constructed as follows: 


1st 3/8” cold rolled boiler iron in one sheet 
2d 3/8” 5 Ply steel and iron welded and hardened. 
3d 4%” cold rolled boilers iron, in one sheet 


Total 1” solid metal, all to be securely fastened together with 1/4” countersunk rivets (6” 
apart on edges) and swung on hinges imbedded in the brick wall, and provided with a 4 wheel 
Sargent & Greenleaf Combination Lock, with suitable bolt work, T handle, parting &c. 
complete. The above is offered as affording the security required, after examining the vault, and 
consulting with the Mint officials. Can deliver in two weeks. 





Very respectfully, 
Farrel & Co. 


